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DATE: 2 June 1952 

A/Sj Z2T, '% T 


1b£ follow.T^r/’ items from the reserve supply were given to! 
this date: 


1 mechanical apparatus, various type 
i: ampoules of sodium amytal, 1 crain encli 
100 3odium amytal capsules, 3 grains each 

Li boxes of benzedrine sulphate, 6 ampoules each, 


